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14 July 1983 


MEMORANDUM FOR: Director of Personnel 


THROUGH : OP/ID/I&AB 
25X1 FROM : 
DCI Personnel Officer 
SUBJECT : Change in DCI Directorate FY 83 FTE Ceiling 
REFERENCE : Memorandum dated 27 June 1983, same subject 


Please increase the temporary Part-time ceiling in the 
Office of the DCI from 1 to 3 to comply with the revised DCI 
Directorate T/PT FTE Allocation of 41. 


25X1 


Attachment: 
As Stated 
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